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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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Indian Standard ( Reaffirmed 2002 ) 

SIZES FOR SQUARES AND SQUARE HOLES FOR 

GENERAL ENGINEERING PURPOSES 

(First Revision) 



1. Scope — Dimensions and tolerances for squares and square holes for hand wheels, spindles and such 
other general engineering purposes. 

Not* — Dimensions of driving squares are outside the purview of this standard ( see IS : 1850*1961 ). 

2. Dimensions 
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IS: 2769 -1969 

2.1 The fit to be used In conjunction with the square or square hole shall be ehh^r H9/h9 or 01 l/hl I 
3* Designation — A square of nominal size 10 with a tolerance h9 shall be designated as: 

Square I0h9 IS: 2769. 



EXPLANATORY NOTE 

The Indian Standard sizes for squares and square holes for general engineering purposes ( IS : 2769-1964 ) 
was first Issued In 1964. While Issuing this revision the committee responsible for the preparation of this 
Standard has not felt the need to specify the values of corner radii of holes r/** as It is a redundant 
Information. 
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